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LIMITED OFFICIAL USE ROME 12469 

E.O. 11652: N/A 
TAGS: ENRG, IT 

SUBJECT: US-ITALY ENERGY WORKING GROUP: VISIT OF ITALIAN 
DELEGATION TO DISCUSS PHYSICAL SECURITY OF NUCLEAR FACILITIES 

REF: (A) STATE 170562 (B ) ROME 9923 

1 . IN RESPONSE ERDA REQUEST FOR SEPTEMBER PROPOSAL FOR 
PLANNED PHYSICAL SECURITY DISCUSSIONS, MINISTRY OF INDUSTRY 
DG FOR ENERGY SOURCES AMMASSARI PROPOSES PERIOD BEGINNING 
SEPT. 6 (THURSDAY) ENDING SEPT. 16 (THURSDAY). 

2. PLEASE ADVISE WHETHER OR NOT ABOVE PERIOD SATISFACTORY. 

3. EMBASSY HAS NOT RPT NOT YET RECEIVED FORMAL INVITATION 
LETTER OR PROGRAM OUTLINE. ALSO, USE OF FORM 447 UNKNOWN 
TO EMBASSY; PLEASE PROVIDE ADEQUATE SUPPLY IF THIS 
ABSOLUTELY NECESSARY. VOLPE 
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